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Marble Company and Cinema Equipment and Supplies welcome the return of the 
world renowned National Cinema and Searchlight Carbons. National Carbons have 
been the industry leader since 1892. These carbons need no introduction. These are 
the same carbons you were using and trusted for many years and are now back. We 
found the last existing National Carbon plant in the world and are bringing them back 
especially for you. Why settle for imitations. National Carbons are the best in the 
world. They burn better and they produce the best light. It is as simple as that. 


All sizes are in stock. Place your orders now. 
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CARBONS 















CARBONS 



THEATER CARBONS 


STOCK NO. 

SIZE 

TYPE 

BOX 

CASE 

BOX WEIGHT 

CASE WEIGHT 

111100 

6mm X 9” 

Copper Coated Neg. 

NEG. 

50 

250 

1.8 lb. 

9 1b. 

111110 

7mm X 14” 

Copper Coated Pos. 

POS. 

50 

250 

3.6 lb. 

18 1b. 

111200 

7mm X 9” 

Copper Coated Neg. 

NEG. 

50 

250 

2.2 lb. 

11 lb. 

111210 

8mm X 14” 

Copper Coated Pos. 

POS. 

50 

250 

4.4 lb. 

22 lb. 

111300 

8mm X 9” 

Copper Coated Neg. 

NEG. 

50 

250 

2.8 lb. 

14 1b. 

111310 

9mm X 14” 

Copper Coated Pos. 

POS. 

50 

250 

5.6 lb. 

28 lb. 

111500 

11/32” X 9” 

Copper Coated Neg. 

NEG. 

50 

250 

3.4 lb. 

17 lb. 

111510 

10mm X 20” 

w/o Copper Coated Pos. 

POS. 

50 

250 

8.6 lb. 

43 lb. 

111600 

3/8” X 9” 

Copper Coated Neg. 

NEG. 

50 

250 

4.2 lb. 

21 lb. 

111710 

11 mm X 20” 

w/o Copper Coated Pos. 

POS. 

50 

250 

10.4 lb. 

52 lb. 

111800 

7/16” X 9” 

Copper Coated Neg. 

NEG. 

50 

125 

2.6 lb. 

13 1b. 

111850 

13.6mm X 20” 

w/o Copper Coated Pos. 

POS. 

50 

125 

8.0 lb. 

40 lb. 



FOLLOW SPOT CARBONS 


STOCK NO. 

SIZE 

TYPE 

BOX 

CASE 

BOX WEIGHT 

CASE WEIGHT 

111050 

6mm X 7” 

Copper Coated AC 

AC 

50 

250 

1.6 lb. 

8 1b. 


SEARCH LIGHT CARBONS 


STOCK NO. 

SIZE 

TYPE 

BOX 

CASE 

BOX WEIGHT 

CASE WEIGHT 

112100 

11mm X 17” 

w/o Copper Coated Neg. 

NEG. 

50 

100 

6 1b. 

24 lb. 

112110 

16mm X 25” 

w/o Copper Coated Pos. 

POS. 

50 

100 

22 lb. 

92 lb. 
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Easy Installation 

• Replaces the Slit Lens 

• Installation is quick and easy 

• Power supply included 

Best for Cyan Dye Track Film 

• The red color light is compatible with 
cyan dye track film 

Low Cost 

• The installation and maintenance costs 
are very low 


Long Life 

• The LED light Units have a life expectancy 
in EXCESS of 50,000 Hrs. 


Simple Replacement of LED Unit 

• When the LED light unit needs replacing, 
anyone can change it in a short time 


NEW PRODUCT! 

LED SLIT LENS 


*Marble products distributed by Cinema Equipment & Supplies. 
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RED LED SLIT LENS 



RED LED SLIT LENS 





STOCK NO. 

DESCRIPTION 

160-6000 

LED SLIT LENS POWER SUPPLY - SPARE 

160-6001 

LED SLIT LENS - TYPE “T” SIMPLEX, CENTURY, BALLANTYNE 

160-6002 

LED SLIT LENS - TYPE “C” RCA 

160-6003 

LED SLIT LENS - TYPE “X” CINEMECCANICA AND CHRISTIE 


Models available to fit TOKIWA, PREVOST, TOSHIBA, VICTOR, SHINKYO and others. 

(Please Inquire) 


“Dealer Inquiries Welcome” 


©2004 Cinema Equipment & Supplies • 12441 S.W. 130 Street Miami, FL 33186 • 305-232-8182 • 800-759-5905 
Fax: 305-232-6049 • Toll Free Fax: 800-759-5914 • www.cinemaequip.com • CAT1003A 





























LENS CLEANERS & FILM LUBRICANTS 








Lens 

Cleaner 


Splicer 

Cleaner 


Film Cleaner 
and Lubricant 



Lens Tissue 



Film Cleaner Media 



Film Inspection Gloves 


STOCK NO. 

DESCRIPTION 

160-0001 

LENS CLEANER - 8oz. ALUMINUM SPRAY BOTTLE 

160-0002 

SPLICER CLEANER - 8oz. ALUMINUM SPRAY BOTTLE 

160-0003 

FILM CLEANER & LUBRICANT - 8oz. ALUMINUM SPRAY BOTTLE 

160-0004 

LENS TISSUE 4” X 6” PAD - 100 SHEETS 

160-0005 

FILM CLEANER MEDIA - WHITE - 8 ROLLS PER BOX 

160-1010 

FILM INSPECTION GLOVES - WHITE COTTON - 12 PER PACKAGE 
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LENS CLEANERS 






















SPLICING TAPE 



Economy Clear Tape 



Splycemar Clear Tape 


Splycemar Yellow Tape 



Splycemar Zebra Tape 


STOCK NO. 

DESCRIPTION 

160-2000 

ECONOMY SPLICING TAPE - CLEAR ONLY - per roll (5 rolls per pack) 

160-2001 

SPLYCEMAR SPLICING TAPE - CLEAR - per roll (8 rolls per pack) 

160-2002 

SPLYCEMAR SPLICING TAPE - YELLOW - per roll (8 rolls per pack) 

160-2003 

SPLYCEMAR SPLICING TAPE - ZEBRA - per roll (8 rolls per pack) 


CUE TAPE 



STOCK NO. 

DESCRIPTION 

160-2004 

3/16” AUTOMATION CUE TAPE 

160-2005 

1/4” AUTOMATION CUE TAPE 

160-2006 

OPTICAL CUE TAPE - (280 pieces per package) 

160-2007 

PRE-CUT FOIL STRIPS - (450 per package) 
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SPLICING & CUE TAPE 





























SOUND MEASURING DEVICES 


'll 


Audio Control Audio Control Goldline APT2 Sound Pressure 

Weighing Filter Real Time Analyser Phase Checker Meter 


STOCK NO. 

PART NO. 

DESCRIPTION 

890-0100 

ACO-AC-10A/C 

Audio Control Weighting Filter 

890-0101 

ACO-SA3052-PKG 

Audio Control Real Time Analyser - package 

890-0102 

GOL-APT-2 

Goldline APT2 Phase & Polarity Tester 

890-0103 

RAD-330-2055 

Sound Pressure Meter, 50-126 dB 

890-0104 

ECE-6510 

Protek 100MHz Dual Trace Oscilloscope 


PROJECTOR CALIBRATION 


/ 

Guide Adjustment 
Gauge for PRO-35 


Lateral Guide 
Alignment Tool 


STOCK NO. 

PART NO. 

DESCRIPTION 

890-0200 

AEN-92853 

Guide Adjustment Gauge for PRO-35/Simplex 

890-0111 

CHR-194933-001 

Platter Timing Tachometer 

890-0112 

LAN-DT-2234C 

Laser Type Digital Tachometer 

890-0113 

GRA-3T276 

Sonin Combo Pro Distance Meter 

890-0201 

AEN-92854 

Lateral Guide Alignment Tool 

890-0114 

GRA-4XX70 

Pocket Thread Anemometer 

890-0202 

LAV-AFG1 

35mm Stainless Steel Film Strip - 48” long 

890-0106 

690-2001 

Harkness Screen Checker 





Tachometer 


Thread Anemometer 


Laser Type 
Digital Tachometer 



Steel Alignment Film Strip 


Sonin Combo Pro 
Distance Meter 



Screen Luminance Checker 



I'lliHliNiiil'g.'iHni'iiiiw 
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UIPMENT & SUPPLIES 




















































SOUND MEASURING DEVICES 


B 

Audio Control Audio Control Goldline APT2 Sound Pressure 

Weighing Filter Real Time Analyser Phase Checker Meter 


STOCK NO. 

DESCRIPTION 

ACO-AC-10A/C 

AUDIO CONTROL WEIGHTING FILTER 

ACO-SA3052-PKG 

AUDIO CONTROL REAL TIME ANALYSER -PACKAGE- 

GOL-APT-12 

GOLDLINE APT2 PHASE CHECKER 

RAD-330-2055 

SOUND PRESSURE METER 

ECE-6502** 

PROTEK 20 MHZ SCOPE, 2TRACE, 2CH ANALOG 


**This model may change in the future due to changes in the industry. 


PROJECTOR CALIBRATION 


/ 

Trap Alignment 
Gauge (Strong) 

f 

Trap Alignment 
Gauge (Christie) 


STOCK NO. 

DESCRIPTION 

STR-3567-F 

TRAP ALIGNMENT GAUGE FOR STRONG PROJECTORS 

CHR-194933-001 

TACHOMETER 

DT-2234C 

LASER TYPE DIGITAL TACHOMETER 

GRA-3T276 

SONIN COMBO PRO DISTANCE METER 

CHR-SK1994-3 

TRAP ALIGNMENT GAUGE FOR CHRISTIE PROJECTORS 

GRA-4XX70 

POCKET THREAD ANEMOMETER 

LAV-AFG1 

STEEL ALIGNMENT FILM STRIP 72" LONG 

690-2001 

HARKNESS SCREEN LUMINANCE CHECKER 




Tachometer 


Thread Anemometer 


Laser Type 
Digital Tachometer 



Steel Alignment Film Strip 


Sonin Combo Pro 
Distance Meter 



Screen Luminance Checker 
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TEST EQUIPMENT & SUPPLIES 












































QUIPMENT & SUPPLIES 



LIGHT MEASURING DEVICES & ELECTRICAL METERS 




Spectra Cinespot 
1 Degree Spotmeter 


Sekonic FT Lambert/ 
FT Candle Light Meter 




Extech AC/DC 
Clamp Meter 


STOCK NO. 

DESCRIPTION 

SCI-CINESPOT 

SPECTRA CINESPOT 1 DEGREE SPOTMETER 

SEK-L558 

SEKONIC FT LAMBERT/FT CANDLE LIGHT METER 

ECE-133 

HAND HELD MULTIMETER 

GRA-4PC53 

EXTECH AC/DC CLAMP METER 



TEST FILMS 







P DOL-CAT69C T 


DOL-CAT97 


SMP-P35BT-50 


SMP-P35PA-50 







DOL-CAT151B 


DOL-CAT1010 


DOL-CAT1011 


DOL-CAT566 


SCH-CLT-2000 


STOCK NO. 

DESCRIPTION 

DOL-CAT69C 

50' OPTICAL 35MM PINK NOISE (P) & 50' DOLBY TONE TEST FILM (T) 

DOL-CAT97 

OPTICAL 35MM LEFT/RIGHT STEREO CELL ALIGN. FILM 

SMP-P35BT-50 

50' BUZZ TRACK TEST FILM 

SMP-35PA-50 

35 MM PROJECTOR ALIGNMENT 50' (RP-40) 

DOL-CAT151B 

DOLBY TEST FILM SURROUND PINK NOISE 

DOL-CAT1010 

DOLBY DYNAMIC AND STATIC SYNC TEST FILM 

DOL-CAT1011 

DOLBY CHANNEL IDENTIFICATION TEST FILM 

DOL-CAT566 

DOLBY ILLUMINATION UNIFORMITY TEST FILM (50’) 

SCH-CLT-2000 

SCHNEIDER TEST FILM (100’) 
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MYLAR LEADERS 



Clear w/Black 
Frame Lines 


Black w/Clear 
Frame Lines 



Clear w/Gray 
Frame Lines 


Gray w/Clear 
Frame Lines 


STOCK NO. 

DESCRIPTION 

160-1101 

CLEAR w/BLACK FRAME LINES - 50ft. 

160-1102 

CLEAR w/BLACK FRAME LINES - 100ft. 

160-1103 

BLACK w/CLEAR FRAME LINES - 50ft. 

160-1104 

BLACK w/CLEAR FRAME LINES - 100ft. 

160-1105 

CLEAR w/GRAY FRAME LINES - 50 ft. 

160-1106 

CLEAR w/GRAY FRAME LINES - 100 ft. 

160-1107 

GRAY w/CLEAR FRAME LINES - 50ft. 

160-1108 

GRAY w/CLEAR FRAME LINES - 100ft. 


COUNT DOWN LEADERS 




Gray w/Count 
Down Numbers 


Black w/Count 
Down Numbers 


STOCK NO. 

DESCRIPTION 

160-1111 

A35 - 35’ GRAY w/COUNTDOWN NUMBERS 

160-1112 

A50 - 50’ GRAY w/COUNTDOWN NUMBERS 

160-1113 

B35 - 35’ BLACK w/COUNTDOWN NUMBERS 

160-1114 

B50 - 50’ BLACK w/COUNTDOWN NUMBERS 
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MYLAR LEADERS 






















































SPLYCEMAR FILM SPLICERS 



Features: 

• New, Stronger and Reinforced handle 
for Increased Durability 

• Pressure Plate is Rust-proof Stainless 
Steel Construction 

• Full line of Authentic Parts and 
Accessories 

• Sold only through Authorized Dealers 

• Same Day Shipping* 

• Major Credit Cards Accepted 

• 70mm Splicers also Available 


Splicer 35TK(2T) 


Splicer 35TK 


Cinema Equipment & Supplies is proud to offer SplyceMar^ film splicers. The splicer that you have trusted 
for years is now distributed in the United States exclusively by Cinema Equipment & Supplies. 

CES is the only source of factory authorized parts for your existing and new splicers. Don’t be fooled by 
imitations, insist on the best! 

Contact your nearest theater supply dealer or Cinema Equipment & Supplies to place your order for 
SplyceMar® splicers, replacement parts and splicing tapes. 


STOCK NO. 

DESCRIPTION 

810-0000 

810-0001 

35TK - SPLYCEMAR SPLICER 

35TK(2T) - SPLYCEMAR SPLICER w/SECOND TAPE HOLDER 
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FILM SPLICERS 
























*See parts reference table on back. 
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FILM SPLICER PARTS 




























FILM SPLICER PARTS 



SPLYCEMAR FILM SPLICER PARTS 


STOCK NO. 

DiAG NO. 

CROSS REF. 

DESCRIPTION 

810-1001 

1 

NT-6B 

Tape Cutter Blades 

810-1002 

2 

NT-7B 

Blade Pressure Plate 

810-1003 

3 

NT-8 

Blade Positioning Screw 

810-1004 

4 

NT-1B 

Rear Blade Holder 

810-1005 

5 

NT-2B 

Front Blade Holder 

810-1006 

6 

NT-2C 

Blade Holder Screw & Washer 

810-1007 

7 & 8 

NT-35PD 

35mm Perf Punch & Die Set 

810-1008 

9 

NT-35PC 

Punch Mounting Screw 

810-1009 

10 

NT-35DC 

Die Mounting Screw & Washer 

810-1010 

11 

NT-9B 

Film Cutter Assembly (35SS & 35DS) 

810-1011 

12 

NT-9C 

Film Cutter Mounting Screws & Spacers (set) 

810-1012 

13 

NT-16B 

Tape Holder Bracket 

810-1013 

14 

NT-12B 

Tape Holder Roller 

810-1014 

15 

NT-12C 

Tape Roller Retainer Assembly 

810-1015 

16 

NT-16C 

Tape Holder Mounting Screw 

810-1016 

CH 

NT-28B 

Complete Second Tape Holder 

810-1017 

17 

NT-3B 

Perforated Punch Base 

810-1018 

18 

NT-38L 

LH Guide Post w/ Bolt & Washer 

810-1019 

19 

NT-38R 

RH Guide Post w/ Bolt & Washer 

810-1020 

20 

NT-4 

Guide Post Spring 

810-1021 

21 

NT-22B 

Upper Jaw 

810-1022 

22 

NT-11C 

Handle Stop Screw & Nut 

810-1023 

23 

NT-21 B 

Stripper Plate 

810-1024 

24 

NT21C 

Stripper Plate Screw & Spacer 

810-1025 

25 

NT-11 

Handle 

810-1026 

26 

NT-4H 

Handle Pivot Pin & Screw 

810-1027 

27 

NT-22H 

Upper Jaw Pivot Pin & Screw 

810-1028 

28 

NT-221 

Upper Jaw Pivot Pin Bolt and Plate 

810-1029 

29 

NT-225 

Upper Jaw Spring 

810-1030 

30 

NT-224 

Upper Jaw Spacer 

810-1031 

31 

NT-18B 

Base Clean-out Plate 

810-1032 

32 

NT-18C 

Base Plate Mounting Screw 

810-1033 

33 

NT-13B 

Rear Tape Guide 

810-1034 

34 

NT-13C 

Rear Tape Guide Screw 

810-1035 

35 

NT-15B 

Front Tape Guide 

810-1036 

36 

NT-15C 

Front Tape Guide Screw 

810-1037 

37 

NT-17B 

Rubber Feet (4) 
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XENON REFLECTORS 



365mm x 56mm x 800mm 


STOCK NO. 

DESCRIPTION 

650-4000 

650-5100 

KNEISLEY 14” L-744 DICHORIC 

CONE-AXIS ELLIPTICAL COLD REFLECTOR 300mm x 46mm x 670mm 

650-5101 

CONE-AXIS ELLIPTICAL COLD REFLECTOR 365mm x 56mm x 800mm 


CARBON ARC REFLECTORS 




STOCK NO. 

DESCRIPTION 

650-4140 

PEERLESS MAGNARC 13-31/32” x 33” (REFLECTOR) 


CARBON ARC FOLLOW SPOT REFLECTORS 

STOCK NO. 

DESCRIPTION 

650-4171 

650-4146 

STRONG TROUPER 10-1/4” x 24” (FOLLOW SPOT REFLECTOR) 

STRONG SUPER TROUPER 11-3/8” x 24” (FOLLOW SPOT REFLECTOR) 


*For other models Please Inquire. 
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REFLECTORS 



























































X-CEL® JFHD SERIES PROJECTION LENSES 



• Available in sizes 35-170 mm 

• High-quality optical materials provides 
edge- to edge brightness and super 
definition 

• Same Day Shipping* 


• HD (High Definition) projection lens 
series with its high resolution, its color 
reduction with complete fidelity 

• 70.6 mm barrel standard , 62.5mm 
diameter barrel available special order 


STOCK NO. 

DESCRIPTION 

430-8035 

35mm JF Series High Definition Lens 

430-8037 

37.5mm JF Series High Definition Lens 

430-8040 

40mm JF Series High Definition Lens 

430-8045 

45mm JF Series High Definition Lens 

430-8050 

50mm JF Series High Definition Lens 

430-8055 

55mm JF Series High Definition Lens 

430-8060 

60mm JF Series High Definition Lens 

430-8065 

65mm JF Series High Definition Lens 

430-8070 

70mm JF Series High Definition Lens 

430-8075 

75mm JF Series High Definition Lens 

430-8080 

80mm JF Series High Definition Lens 

430-8085 

85mm JF Series High Definition Lens 

430-8090 

90mm JF Series High Definition Lens 

430-8095 

95mm JF Series High Definition Lens 

430-8100 

100mm JF Series High Definition Lens 

430-8110 

110mm JF Series High Definition Lens 

430-8120 

120mm JF Series High Definition Lens 

430-8130 

130mm JF Series High Definition Lens 

430-8140 

140mm JF Series High Definition Lens 

430-8150 

150mm JF Series High Definition Lens 

430-8160 

160mm JF Series High Definition Lens 
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X-CEL® LENSES 























SANKOR HD SERIES PROJECTION LENSES 



• Available in sizes 24mm -150 mm 

• Significant cost savings with exceptional 
quality 

• Strict quality control assures a sharp 
aberation -free image with superior 
resolution 

• Bright, uniform distribution of light from 
corner to corner on all sides due to 
electron-beam multicoating on high 
transmission transmission glass 

• New f/2 speed and improved light and 
heat transmission for an improved focus 
and definition for the entire screen 

• Improved contrast in project colors that 
match all film stock 

• Totally redesigned using the latest 
computer design 

• 70.6 mm diameter barrel standard ; 62.5 
diameter barrel available special order 


STOCK NO. 

DESCRIPTION 

430-0180 

80mm Ultra Flat HD Lens 

430-0185 

85mm Ultra Flat HD Lens 

430-0190 

90mm Ultra Flat HD Lens 

430-0195 

95mm Ultra Flat HD Lens 

430-1100 

100mm Ultra Flat HD Lens 

430-1105 

105mm Ultra Flat HD Lens 

430-1110 

110mm Ultra Flat HD Lens 

430-1115 

115mm Ultra Flat HD Lens 

430-1120 

120mm Ultra Flat HD Lens 

430-1125 

125mm Ultra Flat HD Lens 

430-1130 

130mm Ultra Flat HD Lens 

430-1135 

135mm Ultra Flat HD Lens 

430-1140 

140mm Ultra Flat HD Lens 

430-1145 

145mm Ultra Flat HD Lens 

430-1150 

150mm Ultra Flat HD Lens 


STOCK NO. 

DESCRIPTION 

430-0124 

24mm Ultra Flat HD Lens 

430-0129 

29mm Ultra Flat HD Lens 

430-0135 

35mm Ultra Flat HD Lens 

430-0138 

38mm Ultra Flat HD Lens 

430-0140 

40mm Ultra Flat HD Lens 

430-0142 

42mm Ultra Flat HD Lens 

430-0145 

45mm Ultra Flat HD Lens 

430-0148 

48mm Ultra Flat HD Lens 

430-0150 

50mm Ultra Flat HD Lens 

430-0152 

52.5mm Ultra Flat HD Lens 

430-0155 

55mm Ultra Flat HD Lens 

430-0157 

57.5mm Ultra Flat HD Lens 

430-0160 

60mm Ultra Flat HD Lens 

430-0165 

65mm Ultra Flat HD Lens 

430-0170 

70mm Ultra Flat HD Lens 

430-0175 

75mm Ultra Flat HD Lens 
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SANKOR LENSES 


























SANKOR LENSES 






SANKOR EL SERIES INTEGRATED ANAMORPHIC 


• Combined prime and compact anamorphic 
desing for turrets 

• Exceptional resolution and contrast 

• Precision lens match for perfect presentation 

• 70.6mm diameter barrel standard 


STOCK NO. 

DESCRIPTION 

430-0342 

42mm Integrated Anamorphic 

430-0345 

45mm Integrated Anamorphic 

430-0348 

48mm Integrated Anamorphic 

430-0350 

50mm Integrated Anamorphic 

430-0352 

52mm Integrated Anamorphic 

430-0355 

55mm Integrated Anamorphic 

430-0357 

57.5mm Integrated Anamorphic 

430-0360 

60mm Integrated Anamorphic 

430-0365 

65mm Integrated Anamorphic 

430-0370 

70mm Integrated Anamorphic 

430-0375 

75mm Integrated Anamorphic 

430-0380 

80mm Integrated Anamorphic 

430-0385 

85mm Integrated Anamorphic 

430-0390 

90mm Integrated Anamorphic 

430-0395 

95mm Integrated Anamorphic 

430-0399 

100mm Integrated Anamorphic 




Type 

Projection 

Distance 

5E 

5ft - 200ft 

(small throw distance) 

S 

50ft - 500ft 

H 

50ft - 1000ft 


SANKOR ANAMORPHIC ATTACHMENT 

STOCK NO. 

DESCRIPTION 

430-1000 

5E Anamorphic Lens Adapter 

430-1017 

S Type Anamorphic Lens Adapter 

430-1018 

H Type 1/2x Reverse Anamorphic Lens Adapter (For Drive-In Theaters) 
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OSRAM XENON LAMPS 


• Best warranty coverage 

• Innovative product design 

• State-of-the-art manufacturing 

• More reliable than ever 

• Best performance in the industry 


STOCK NO. 

DESCRIPTION 

200-0050 

Xenon Lamp, 500 W, horizontal operation 

200-0070 

Xenon Lamp, 700 W, short version, horizontal operation 

200-0090 

Xenon Lamp, 900 W, vertical operation 

200-0100 

Xenon Lamp, 1000 W short version, horizontal operation 

200-0101 

Xenon Lamp, 1000 W, short version with cable, horizontal op 

200-0102 

Xenon Lamp, 1000 W, threaded pin, horizontal operation 

200-0160 

Xenon Lamp, 1600 W, vertical operation 

200-0161 

Xenon Lamp, 1600 W, vertical operation with cable 

200-0162 

Xenon Lamp, 1600 W, short version, horizontal operation 

200-0163 

Xenon Lamp, 1600 W, short version with cable, horizontal op 

200-0200 

Xenon Lamp, 2000 W, horizontal operation 

200-0201 

Xenon Lamp, 2000 W, short version, horizontal operation 

200-0202 

Xenon Lamp, 2000 W, threaded pin, horizontal operation 

200-0203 

Xenon Lamp, 2000 W 

200-0250 

Xenon Lamp, 2500 W, vertical operation 

200-0251 

Xenon Lamp, 2500 W, short version, horizontal operation 

200-0300 

Xenon Lamp, 3000 W 

200-0301 

Xenon Lamp, 3000 W, short version with cable, horizontal op 

200-0302 

Xenon Lamp, 3000 W, threaded pin, horizontal operation 

200-0400 

Xenon Lamp, 4000 W, vertical operation 

200-0401 

Xenon Lamp, 4000 W, short version horizontal operation 

200-0402 

Xenon Lamp, 4000 W, threaded pin, horizontal operation 

200-0420 

Xenon Lamp, 4200 W, vertical operation 

200-0421 

Xenon Lamp, 4200 W, vertical operation 

200-0500 

Xenon Lamp, 5000 W 

200-0501 

Xenon Lamp, 5000 W, threaded pin, horizontal operation 

200-0600 

Xenon Lamp, 6000 W, short version horizontal operation 

200-0601 

Xenon Lamp, 6000 W, threaded pin, horizontal operation 

200-0650 

Xenon Lamp, 6500 W, vertical operation 

200-0700 

Xenon Lamp, 7000 W, short version, horizontal operation 

200-0701 

Xenon Lamp, 7000 W 

200-0800 

Xenon Lamp, 8000 W, short version, horizontal operation 

200-1000 

Xenon Lamp, 10000 W, short version, horizontal operation 
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OSRAM XENON LAMPS 























CHRISTIE XENON LAMPS 


• Strongest warranty in the business 

• Brilliant, reliable, stable Xenon light 

• Designed to prevent heat-generated 
malfunctions including flicker, seal 
failure, blackening or explosion 

• Provide instant operation 

• Ozone free 

• From 500 to 7000 watts, horizontal or 
vertical formats 


STOCK NO. 

DESCRIPTION 

200-3004 

Xenon Lamp, 450 W, vertical operation 

200-3007 

Xenon Lamp, 700 W, short version, horizontal operation 

200-3009 

Xenon, Lamp 900 W, vertical operation 

200-3010 

Xenon Lamp, 1000 W, threaded pin, horizontal operation 

200-3011 

Xenon Lamp, 1000 W, short version, horizontal operation 

200-3012 

Xenon Lamp, 1000 W, short version with cable, horizontal op 

200-3162 

Xenon Lamp, 1600 W, short version, horizontal operation 

200-3163 

Xenon Lamp, 1600 W, short version with cable, horizontal op 

200-3160 

Xenon Lamp, 1600 W, vertical operation 

200-3161 

Xenon Lamp, 1600 W, vertical operation 

200-3200 

Xenon Lamp, 2000 W, threaded pin, horizontal operation 

200-3201 

Xenon Lamp, 2000 W, horizontal or vertical use 

200-3202 

Xenon Lamp, 2000 W, short version with cable, horizontal op 

200-3250 

Xenon Lamp, 2500 W, threaded pin, horizontal operation 

200-3251 

Xenon Lamp, 2500 W, lug connector, vertical operation 

200-3252 

Xenon Lamp, 2500 W, short version with cable, horizontal op 

200-3300 

Xenon Lamp, 3000 W, threaded pin, horizontal operation 

200-3301 

Xenon Lamp, 3000 W, horizontal or vertical use 

200-3302 

Xenon Lamp, 3000 W, short version with cable, horizontal op 

200-3400 

Xenon Lamp, 4000 W, threaded pin, horizontal operation 

200-3401 

Xenon Lamp, 4000 W, short version with cable, horizontal op 

200-3420 

Xenon Lamp, 4200 W, vertical operation 

200-3421 

Xenon Lamp, 4200 W, vertical operation 

200-3450 

Xenon Lamp, 4500 W, threaded pin, horizontal operation 

200-3500 

Xenon Lamp, 4500 W, short version with cable, horizontal op 

200-3600 

Xenon Lamp, 6000 W, threaded pin, horizontal operation 

200-3601 

Xenon Lamp, 6000 W, short version with cable, horizontal op 

200-3700 

Xenon Lamp, 7000 W, threaded pin, horizontal op 

200-3701 

Xenon Lamp, 7000 W, short version with cable, horizontal op 
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CHRISTIE XENON LAMPS 






















STOCK NO. 

DESCRIPTION 

630-9210 

Simplex/Century Projector Oil, quart 

630-9211 

Simplex/Century Projector Oil, 1/2 gallon 

630-9212 

Sound Head Oil, quart 

630-9214 

Sound Head Oil, 1/2 gallon 

630-9215 

Century Intermittent Oil, quart 

630-9216 

Cinemeccanica Projector Oil, quart 

630-9217 

Cinemeccanica Projector Oil, 1/2 gallon 

630-9218 

Kinoton Projector Oil, quart 

630-9219 

Kinoton Projector Oil, gallon 

630-9220 

Projector Gear Grease, 1.75 oz tube 

630-9221 

Projector Gear Grease, 10 oz tube 



“Dealer Inquiries Welcome” 

131 MARBLE 
COMPANY 

*Marble products distributed by Cinema Equipment & Supplies. 
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LUBRICANTS & OILS 


























PROJECTOR GUIDES 



Arms that swivel 360 degrees for 
precise film alignment 

Set includes upper and lower 

Plastic roller for smooth running 
of film 



STOCK NO. 

DESCRIPTION 

340-4000 

Projector / Platter Guidance Swivel Assembly 


INTERLOCK ROLLER 



• Made of self lubricating plastic 
for smooth operation 

• Will not scratch film 

• Wall mountable 


STOCK NO. 

DESCRIPTION 

340-2000 

Interlock Roller Assembly 


MOVABLE FILM ACCUMULATOR 


• Compensates for film tension when 
interlocking projectors 

• Portable - with casters and brakes 

- to use for interlock in different houses 

• Film Capacity: 35 feet 




STOCK NO. 

DESCRIPTION 

340-3000 

Movable Film Accumulator 
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FILM GUIDANCE 














































Film Clamps 



Film Anti-Skid Assembly 


STOCK NO. 

DESCRIPTION 

340-4200 

350-0394 

350-0410 

Film Clamps, 35mm, 180min. - set of 3 

Film Anti-Skid Assembly 

Platter Disc Cover, 52” 
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PLATTER ACCESSORIES 








































